MARY    II
little affection.    She died in Kensington Palace of the smallpox in 1694.
A worthy but undistinguished figure, overshadowed by her celebrated husband, she always did what she was told, and moreover did it very well. If she has few claims to greatness, she was at least deserving of high praise for the skill and discretion with which she played her secondary but important role. On the affections of Londoners she has a lasting claim, for it was she who made the Serpentine, and it remains her only memorial.
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